
Specimen: Femoral Blood Sample RESULTS 


Routine Drug Screen: No Cocaine, Opiates, PCP, Amphetamines, Barbiturates, Benzodiazepines, 
Methadone, Fentanyl, Tricyclic Antidepressants or Carisoprodol detected. 
No Ethyl Alcohol or Acetone detected. 
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